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JANUARY 1990 


SPONSOR 

NAME 

PLACE 

DATE 

CONTACT 

COMMENTS 

1. Midwest Center for 

Occupational Health 

Conducting Indoor Air Quality 
Investigations* 

Earle Brown Continuing 
Education Center 
University of Minnesota 

Jan. 3 - 5 

Jeane F. Ayers, R. N., M.P.H. 
Midwest Center for Occupational 
Health 

St. Paul, MN 

Course of methods for 
Indoor Air Quality 
investigations 

2. University of Arizona Center 
for Toxicology 

Fourth International Meeting 
on Biological Reactive 
Intermediates 

Doubletree Hotel 

Tuscon, AZ 

Jan. 14 

I. Glenn Sipes, Ph.D. 

Dept, of Pharmacol. & Toxicol. 
College of Pharmacy 

University of Arizona 

Tuscon, AZ 85721 

Focus: Reactive 

Intermediate on hunan 

health 

3. American Heart Association 

Science Writers Forun 
(Invitation Only) 


San Antonio, TX 

Jan. 14 - 17 



4. 

Course: Fundamentals of Air 
Pollution Dispersion Modeling 

Tampa, FL 

Jan. 15-16 

Richard H. Schulze 

Trinity Consultants, Inc. 

12801 North Central Expressway 
Suite 1200 

Dallas, TX 75243 
(214) 661-8100 


5. 

Symposium on Cardiology, 

Pulmonary, Neurology 

San Diego, CA 

Jan. 15 - 19 



6. School of Public Health 

University of North Carolina 
at Chapel Hill 

Environmental Change and Public 
Health: The Next 50 Years* 

Omni Hotel 

Chapel Hill, NC 

Jan. 21 - 24 

Brenda Mauer 

UNC 

Chapel Hill, NC 27599-8165 
(919) 966-4032 

Indoor Exposure to Air 

Pollutants 

“Home/Indoor Environ." 

- John Spengler 
"Child Survival" 

- C. A. Miller 


* Program Available 


** Program Ordered 


zo^stsezoz 
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JANUARY 1990 


SPONSOR 

NAME 

PLACE 

DATE 

CONTACT 

COMMENTS 


Peripheral and Noncoronary 
Vascular Disease 

Dallas, TX 

Jan. 22 - 23 




8. Washington State Interagency 
Indoor Air Council and EPA 

Indoor Air Quality Conference* 

Washington Athletic 

Club 

Seattle, UA 

Jan. 22 - 23 

Laura Lonowski 

EPA, Indoor Air Division 

1200 Sixth Avenue 

MS AT-082 

Seattle, WA 98101 

Speaker: R, Axelrad-EPA 
Focus: Causes & Solutions 

to Indoor Air Pollution. 
Council is workgroup for 
a national pilot program. 

9. American Cancer Society 

National Conference on Advances 

in Cancer Imaging* 

Waldorf-Astoria 

New York, NY 

Jan. 24 • 26 

A. P. Cannon 

American Cancer Society 

1599 Clifton Road, NE 

Atlanta, GA 30329 
(404) 329-7606 

Conference on state-of- 

the-art imaging 
techniques 

10. Executive Enterprises, Inc. 

Air Toxics Compliance Conference* 

Key Bridge Marriott 
Washington, DC 

Jan. 25 - 26 

1-800-831-8333 

Focus: Leading-edge 

Air Pollution Control 
Technologies 

11. 

Latin American Coordinating 

Committee on Tobacco 

Quito, Ecuador 

Jan. 25 * 27 



12. Clean Air Society of Australia 
and New Zealand 

10th Triannual Conference of 

Casanz of Air Quality 

Auckland, New Zealand 

Jan. 28 - 

Feb. 2 

Organizing Secretary Casanz 
University of Auckland 

New Zealand 



* Program Aval table 
** Program Ordered 


C0£8t/SC20Z 
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FEBRUARY 1990 


SPONSOR 

NAME 

place 

DATE 

CONTACT 

COMMENTS 

1. Environmental Sciences and 
Technology Division of the 

Georgia Tech Research Institute 

Annual Indoor Air Quality Symposium* 

Radisson Inn 

Atlanta, GA 

Feb. 6 • 8 

Education Extension * R 

Georgia Institute of Technology 
Atlanta, GA 30332-0385 
1-800-325-5007 

Fax: (404) 894-8925 

J. Repace, M. Berry • EPA 
Focus: Source and health 
effects of indoor pollut. 
Topics covered: VOC’s 
and ETS 


2. ASHRAE 


Indoor Quality Professional Peachtree Plaza Hotel Feb. 8 * 9 Robin Campbell, ASHRAE 

Development Seminar* Atlanta, GA 1791 Tullie Circle, HE 

Atlanta, GA 30329 
(404) 636-8400 


Focus: Causes of poor 
IAQ, inpact on health; 
ASHRAE standard 62-1981R 


3. Georgia Technical 
Research Institute 


Sampling and Analysis Workshop Atlanta, GA 

on Indoor Air Quality 


Feb. 9 Ann Harbert Sampling Workshop Topics: 

GTRI VOC's, ETS, etc. 

O'Keefe Building, Room 146 
Atlanta, GA 30332 
(404) 894-7430 


ASHRAE 

1990 Winter Meeting* 

Georgia World 

Feb. 10 * 14 

Meetings Department 

Topics of Interest: 



Conference Center 


ASHRAE 

Emerging Legal Issues in 





1791 Tullie Circle, NE 

IAQ; Practical Problems 





Atlanta, GA 30329 

associated w/ odor & 





(404) 636-8400 

irritation in buildings 





Fax: (404) 321-5478 



5 . 


World Congress of Cardiology Manila 


Feb. 11 - 16 


6. Society of Toxicology 

1990 Annual Meeting* 

Fountainbleau 

Feb. 12 - 16 

Executive Secretary 

Topics of Interest: 



Miami Beach, FL 


J. W. Cassedy 

Biomarkers of Exposure 





1133 15th Street, NW 

In Vitro Toxicology 





Washington, DC 20005 

Specificity of Covalent 





(202) 293-5935 

Binding 


• ^ tOiSfcSCZOZ 

** Program Ordered 
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FEBRUARY 1990 


SPONSOR 

NAME 

PLACE 

DATE 

CONTACT 

COMMENTS 

7. North Carolina Occupational 
Safety & Health Educational 
Research Center 

10th Annual Occupational Safety 
& Health Winter Institute* 

St. Petersburg, FL 

Feb. 12 - 16 

0SHERC 

Conner Drive, Suite 1101 

Chapel Hill, NC 27514 
(919) 962-2101 



Course: Fundamental of Air Pollution Denver, CO Feb. 13-14 See Jan. 15 - 16 for contact. 

Dispersion Modeling 


9. Air & Waste Management Assoc, 
and the American Institute of 
Chemical Engineers 


Estimating and Controlling Volatile 
Organic Emissions* 

- International Workshop 


Sheraton Inn Harbor Hotel Feb. 
Baltimore, MD 


14 * 15 Dan Deme 
A&UMA 

P. 0. Box 2861 
Pittsburgh, PA 15230 
(412) 232-3444 


10. EPA, 1LSI Risk Science 

Environmental Risk Reporting: 

Hilton Hotel 

Feb. 15 

Carol Rogers 

Special AAAS Pre- 

Institute, the International 

Food Information Council and 

the Council for the Advancement 
of Science Writing 

The Science and the Coverage* 

New Orleans, LA 


Office of Coimuni cat ions 

American Association for the 

Advancement of Science 

13K H St., MU 

Washington, DC 20005 
(202) 326-6440 

Meeting Workshop 


11. American Association for the 1990 AAS Annual Meeting* 

Advancement of Science 


Hilton Hotel Feb. 15-20 1333 H St., MW Topics of Interest: 

New Orleans, LA Washington, DC 20005 Meta-analysis in Health 

(202 ) 326-6400 Environmental Risk Rptg. 

The Science and Coverage 


12. The Toxicology Forun 


The 1990 Annual Winter Meeting* 


L'Enfant Plaza Hotel Feb. 

Washington, DC 


18 - 21 Kathleen R. Huftalen 
Toxicology Forum, Inc, 
1575 Eye Street, NW 
5th Floor 

Washington, DC 20005 
(202) 659-0030 


Topics of Interest: 
Additivity to background 
in carcinogenesis & 
risk assessment 
Maximum exposed indiv. 
ETS, Biotechnology 


* Program Avaitable 

** Program Ordered £0£8fcSEZ02 
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FEBRUARY 1990 


SPONSOR 

NAME 

PLACE 

DATE 

CONTACT 

COMMENTS 

13. Division of Occupational 
Health and the Michigan 
Department of Public 

Health 

39th Annual Industrial Ventilation 
Conference* 

Lansing, MI 

Feb. 18 - 23 

Christine Hundt 

Michigan Dept, of Public Health 
Division of Occupational Health 
P. 0. Box 30195 

Course on design and 
maintenance of industrial 
ventilation systems. 


Lansing, MI 49909 
(517) 335*8230 


International Congress: Prospects Antwerp, Belgium Feb. 18 - 22 

& Strategies in Cardiovascular 

Research 


15. Environmental Protection 
Agency 


The 1990 International Symposium on Stouffer Waverly Hotel Feb. 19 - 23 
Radon and Radon Reduction Technology* Atlanta, GA 


Robert Page 
Radian Corp. 

P. 0, Box 13000 

Research Triangle Park, NC 27709 
(819) 649*0722 


16. Royal Society of Chemistry 


Long Term Trends in Environmental 
Quality* 


University of Birmingham Feb. 22 
Birmingham, England 


Or. G. A. Fletcher 
Phone: 44-2-352-4141 
Ms. Howes, RSC Indust. Div. 
Phone: 44-1-437-8656 


17. The American Environmental 
Health Foundation and The 
American Academy of 
Environmental Medicine 


8th Annual International Symposium Dallas, TX 
on Man and His Environment in 
Health and Disease* 


Feb. 22 r 25 American Environmental Health 
Health Foundation 
8345 Walnut Hill Lane 
Suite 205 

Dallas, TX 75231-4262 


18. Civil Engineering Dept, of Engineering Calculations in Air University of Texas Feb. 26 - 

The University of Texas at Pollution Control* Austin, TX March 6 

Austin 


* Program Avaitable 
** Program Ordered 




Dr. Ledbetter 
(512) 471-4597 
Dr. Liljestrant 
(512) 471-4604 


Course Topics of Interest 
Air Sampling & Analysis 
Particulate Air Pollution 
Control 


Source: https://www.industrydocuments.ucsf.edu/docs/nzvlOOOO 





































FEBRUARY 1990 


SPONSOR 

NAME 

PLACE 

PATE 

CONTACT 

COMMENTS 

19. International Union Against 
Cancer (Invitation Only) 

Tobacco Control Workshop 

Kampala, Uganda 

Feb. TBA 




* Program Available 
** Program Ordered 




Source: https://www.industrydocuments.ucsf.edu/docs/nzvlOOOO 


































MARCH 1990 


SPONSOR 

NAME 

PLACE 

DATE 

CONTACT 

COMMENTS 

Fisons Pharmaceuticals 

1990 Conference on Airways 
Inflammation* 

Tamarron, CO 

March 5 - 11 

UCLA Symposia 

2032 Armacost Avenue 

Los Angeles, CA 90025 
(213) 207-5042 

Fax: (213) 207-2397 

Mechanisms of Airways 
Hyperresponsiveness 
Bronchial Epithelial 
Cell Biology in 
Inflammation 


2. American Cancer Society Annual Heetir^ 


Marriott Marquis March 6-9 Executive Vice President 

Atlanta, GA W. M. Tipping 

1599 Clifton Road, NE 
Atlanta, GA 30329 
(404) 320-3333 


Federation of Environmental 
Technologists, Inc. (FET) 

Environment *90 

Conference - Exhibition* 

Mare Plaza Hotel 

Milwaukee, UI 

March 6 - 7 

FET 

P, 0. Box 185 

MiIwaukee, UI 53201 
(414) 251-8163 

Institute for Tunorbiology- 
Cancer Research of the 
University of Vienna and the 

Symposium on "The Contribution 
Epidemiology to Cancer 

Prevention and Therapy* 

Vienna 

Austria 

March 7-9 



International Agency for 
Research on Cancer/Lyon 


5. 


America's Health in 2020: Uho San Francisco, CA March 9 - 10 

Will Be Responsible? 


6. World Health Organization European Symposium: Occupational Amsterdam 

Health for the 1990's* The Netherlands 


March 13 - 16 Symposium Secretariat 
CEP Consultants, Ltd. 
26-28 Albany Street 
Edinburgh EH1 3QH 
United Kingdom 
031-557-2478 
Fax: 031-557-5749 


* Program Avai lable 
** Program Ordered 




Source: https://www.industrydocuments.ucsf.edu/docs/nzvl0000 




















MARCH 1990 


SPONSOR 

NAME 

PLACE 

DATE 

CONTACT 


COMMENTS 

Alberta Hospital Association 
- Education Services 

Focus on the Future: A National 
Conference on the Challenge of 
Health and Safety* 

Calgary, Alberta 

Canada 

March 14 - 16 

Alberta Hospital Association 
1009 108 Street 

Ednonton, Alberta 

Canada T5J 3C5 

(403) 498-8400 




8. Society for Occupational Health 

39th Congress of the Society for 
Occupational Health* 

Zurich 

Switzerland 

March 14 - 16 

Ges.F. Arbeitswissenschaft 

E. V. Andeystr. 67 

D-4600 Dortmund 1 

F. R. of Germany 


9. American College of Legal 

Medicine 

Anniversary Conference 
on Legal Medicine* 

Marriott's Orlando World 

Center 

Orlando, FL 

March 15 - 17 

P. 0. Box 3190 

Maple Glen, PA 19002 
(215) 646-6800 


10. American College of Cardiology 

Annual Scientific Session* 

New Orleans, LA 

March 18 - 22 

9111 Old Georgetown Road 
Bethesda, M) 20814 


11. U. S. EPA and ILSI Risk 

Science Institute 

Principles of Route-to-Route 
Extrapolation for Risk Assessment* 

Mariner's Inn 

Hilton Head, SC 

March 19 - 21 

Janice Braswell, Coordinator 
NSI-ES 

P. 0. Box 12313 

Research Triangle Pk, NC 27709 
(919) 549-0611 

Topics of Interest: 
Structure & Function 
Barriers of Uptake of 
Toxicants 

Implications for Risk 
Assessment and Future 

Research Needs 

12. American Society for 

Preventative Oncology 

14th Annual Meeting* 

Bethesda, MO 

March 19 - 21 

American Society for Preventive 
Oncology 

Winsconsin Clinial Cancer Center 
1300 University Avenue - 7C 
Madison, UI 53706 

Squamous Cancer Cells, 
Smoking and Cervical 

Cancer 

Tobacco Use 


* Program Avaitable 
** Program Ordered 


606 &bSCZ 0 Z 
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MARCH 1990 


SPONSOR 

NAME 

PLACE 

DATE 

CONTACT 

COMMENTS 



13. OSHA 

Course: Recognition of Occupational 
Health Hazards/Issues* 


March 19 - 23 





14. Major Event Management Inc. 
and the Government of Canada 

Globe '90 

International Meeting* 

Vancouver 

British Colunbia 

Canada 

March 19 - 23 

Globe >90 

Suite 250 

1130 W. Pender Street 
Vancouver, British Colunbia 
Canada V6E 4A4 

(604) 681-6126 

Focus: 

Development & Application 
of Practical Solutions 







iipr 





to Environmental 

Chatlenges 



15. Electric Power Research Inst. 

and the EPA 

The 8th Symposium on the Transfer 
and Utilization of Particulate 

Control Technology* 

San Diego, CA 

March 20 - 24 

Susan Bisettf, Coordinator 

EPRI 

P. 0. Box 10412 

Palo Alto, CA 94303 
(615) 099-0072 

Innovative Pollution 

Control Technologies 
Destruction of VOCs 
by an Innovative 

Corona Technology 



16. American Academy of Allergy 
and Immunology 

46th Annual Meeting* 

The Baltimore 

Convention Center 
Baltimore, MD 

March 23 - 28 

611 East Wells Street 

Milwaukee, Ul 
(414 ) 272-6071 

Indoor Air Pollution 

and Pollutants 




The Environmental Mutagen 

21st Annual Meeting* 

Hilton Hotel 

March 25 - 29 

EMS Business Office 

Abstracts Available 

Society (EMS) 


Albequerque, NM 


19110 Montgomery Village Avenue 

e.g. Assessing Mutagen 





Suite 310 

Exposure from ETS in 





Gaithersburg, MD 20879 

Pre-School Childrens 





(301) 869-2901 

Homes 


18. Clean Air Society of Australia 

Air Quality: Regional and Global 

University of Auk land 

March 25 - 30 

Norman Thom, Conf. Director 

Most sessions focused on 

and New Zealand 

Perspectives 

10th International Conference* 

New Zealand 


c/o NECAL 

2 Edenvale Road 

Auckland 3 

New Zealand 

anbient air. A small 

session dealt with indoor 
air pollution. 


* Program Avaitable 
** Program Ordered 


ousfsezoz 
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MARCH 1990 


SPONSOR 

NAME 

PUCE 

DATE 

CONTACT 

COMMENTS 

19. World Health Organization (WHO), 
the International Union against 
Cancer and the Health Dept, of 

Western Australia 

Pre-conference seminar program on 

EIS, smoking cessation, addiction, 
legislation, nonsmokers' rights, 
women and smoking. Third World 
action and networks, dealing with 
the media 

Perth, Australia 

March 27 * 29 

Secretariat, 7th World Conference 
on Tobacco and Health 

Locked Bag #1 

Post Office Northbridge 

Western Australia 6000 

Phone: INTL 619-321-3337 

20. Industrial Gas Cleaning 

Institute 

Forum *90* 

Hyatt Regency 

Baltimore, MD 

March 28 - 30 

Judy Stewart 
(202) 457-0911 

Theme: "Air Quality 
Control Systems for 

Today and Tomorrow" 

21. American Heart Association 

Conference on Cardiovascular 

Diseases & Epidemiology* 

San Diego Marriott 

San Diego, CA 

March 28 - 31 

7320 Greenville Avenue 

Dallas, TX 75231 
(214) 373-6300 


22. ASHRAE 

Indoor Air Quality 

Professional Seminar 

Radis son Hotel Stemnons 
Dallas, TX 

March 28 * 29 

ASHRAE 

1791 Tullie Circle 

Atlanta, GA 30329 
(404) 636-8400 

Fax: (404) 321-5478 

Targeted towards 
pollutants, health & 
comfort, ASHRAE Standard 
62 and building codes 

23. American College of Medicine 

25th Annual Meeting of The 

American Society of Contemporary 
Medicine & Surgery* 

Hyatt Regency 

Phoenix, AZ 

March 29 * 

April 1 

American Society of 

Contemporary Medicine & Surgery 
223 East Erie - Suite 710* 
Chicago, IL 60611 



* Program Available 
** Program Ordered 
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APRIL 1990 


SPONSOR 

NAME 

PLACE 

DATE 

CONTACT 

COMMENTS 

1. WHO, The International Union 
Against Cancer and the Health 
Dept, of Western Australia 

7th World Conference on Tobacco 

and Health* 

Perth, Australia 

April 1 - 5 

See Pre-conference Contact 

(March 27 - 29) 


2. Air and Waste Management 
Association (A&UMA) 

18th Annual U.S. Government 

Affairs Seminar* 

L'Enfant Plaza Hotel 
Washington, DC 

April 2 - 3 

Dan Denne 

Meetings Department 

Air and Waste Management Assoc. 
P, 0, Box 2861 

Pittsburg, PA 15230 
(412) 232-3444 

Theme: The Hard 

Realities of Air and 

Waste Issues in the 

•90's 

3. Society for Risk Analysis 
(SRA) - Europe 

2nd Conference* 

IIASA Conference Center 

Laxenburg, Austria 

April 2 - 3 

Bjorn Wahlstrom 

IIASA, A-2361 

Laxenburg, Austria 

02236-71521*0 

Theme: Risk Analysis, 
Standards and Abnormal 

Occurrences 

4. EPA and International 

Life Sciences Institute 

Risk Science Institute 

Methodology for Assessing 

Risks from Complex Mixtures 
in Indoor Air* 

Holiday Inn 

Crown Plaza 

National Airport 
Arlington, VA 

April 17 - 19 

Diane Dalisera 

ILSI Risk Science Institute 

1126 16th Street, N., Suite 110 
Washington, DC 20036 
(202) 659-3306 

Topics of Interest: 

ETS, VOC's 

Speakers of Interest: 

Dr. W. Farland 

Dr. L. Wallace 

Dr. B. Leaderer 

5. 

Indoor Air Quality 90: 

The Human Equation • 

Health and Comfort 

San Diego, CA 

Apri l 17 • 20 



6. 

International Sumposium on 
Environmental Analytical Chemistry 

Strasbourg, France 

April 17 * 20 




* Program Available 
** Program Ordered 


ztistsezoz 
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APRIL 1990 


SPONSOR 

NAME 

PLACE 

DATE 

CONTACT 

COMMENTS 

7. The Center for Professional 

Advancement 

Industrial Ventilation 
* Principles, Design, Operation 
Testing, Instrumentation and 
Troubleshooting* 

East Brunswick, NJ 

April 18 * 20 

P. 0. Box H 

East Brunswick, NJ 08816-0257 
(201) 613-4500 

Fax: (201) 238-9113 


8. American College of Preventive 
Medicine and Association of 

Teachers of Preventive 

Medicine 

Assuring the Public's Health* 

Atlanta, GA 

April 19 - 22 

Prevention *90 

1030 15th St., NW, Suite 410 
Washington, DC 20005 
(202) 789-2928 

Topics of Interest: 

Toxic Substances in the 
Community 

Chronic & Infectious 

Disease Advances 

9. 

Workshop on the Chemistry & 

Analysis of Environmental 
Hydrocarbons 

Strasbourg, France 

April 19 - 21 



10. American Chemical Society 

Environmental Chemistry Division 
Synposiun* 

Boston, HA 

April 22 * 27 

Robert L. Jolley 

Oak Ridge National Library 

P, 0, Box X 

Oak Ridge, TN 37830 
(615) 574-6838 


11. Air & Waste Management Assoc. 

Ontario Section Annual Spring 
Meeting 

Toronto, Canada 

April 22 - 24 

Syd Barton 

(416) 822-4111, ext. 210 

Topic: Toxics: An 
Environmental Priority 

12. Society for Occipational and 
Environmental Health (SOEH) 

New Technologies: Issues in 
Occupational and Environmental 

Health* 

Hyatt Regency 

Bethesda, MD 

April 23 - 25 

SOEH 

P. O. Box 42360 

Washington, DC 20015-0360 
(202 ) 797-8666 

Topics of Interest: 

Microelectronics 

New Energy Technologies 
Biotechnology 

13. University of Medicine and 
Dentistry of New Jersey 

Improving Air Quality in 

Non-Industrial Buildings** 

Piscataway, NJ 

April 23 - 27 

Doris Daneluk 

(908) 463-5062 



* Program Available 
** Program Ordered 


CT4HtSE20Z 


Source: https://www.industrydocuments.ucsf.edu/docs/nzvlOOOO 













APRIL 1990 


SPONSOR 

NAME 

PLACE 

DATE 

CONTACT 

COMMENTS 

14. ASTM 

Subcommittee D22.05 on 

Indoor Air* 

San Francisco, CA 

April 24 - 26 

George Luciw 

ASTM Headquarters 

1916 Race Street 
Philadelphia, PA 19103 
(215) 299*5571 




— 




— 

15. American Heart Association 

Prevention Conference on 
Hypertension* 

Washington, DC 

April 24 * 26 

7320 Greenville Avenue 

Dallas, TX 75231 
(214) 373-6300 


16. Asian Association of Occupational 
Health, BOHS, and Universadade 
Nova de Lisboa 

Indoor Air Quality and Ventilation 
in Warm Climates* 

* International Conference 

Lisbon, Portugal 

April 24 • 26 

Secretariat * HAQVC 

British Occup. Hygiene Soc. 

1 St. Andrews Place 

London NW1 4LB 

United Kingdom 

Major Topics: 

Sources of Pollutants 

Airborne Bacteria in Warm 

Climates 

ETS in Different Climate 

Conditions 

Ventilation 

17. Housing Resource Center 

Blueprint for a Healthy 

House Conference* 

Cleveland, OH 

April 26 * 27 

Housing Resource Center 

1820 W. 48th Street 

Cleveland, OH 44102 
(216) 281-4663 


18. American College of Physicians 

Annual Scientific Meeting* 

Chicago, IL 

April 26 • 29 

Sixth Street at Race 
Philadelphia, PA 19103 
(215) 243-1200 


19. American Association of 
Occupational Health Nurses 

American Occupational Health 
Conference* 

George Brown Convention 

Center 

Houston, TX 

April 28 * 

May 4 

55 V. Seegers Road 

Arlington Heights, IL 60005 

Focus: Radon, 

Formaldehyde and 

Combustion Byproducts 


* Program Available 

** Program Ordered f? C20Z 
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APRIL 1990 


SPONSOR 

NAME 

PLACE 

DATE 

CONTACT 

COMMENTS 

20, U,S. EPA and the 

A&UMA 

EPA/A&UMA International Symposium 
"Measurement of Toxic and Related 

Air Pollutants'** 

Quality Inn 

Mission Valley 
Raleigh, NC 

April 30 - 
Hay 4 

Dan Deme 

A&UMA 

P. O. Box 2861 

Topics of Interest: 
Indoor Air Pollution 
Exposure Assessments 


Pittsburgh, PA 15230 Complex Chemical Data 

(412 ) 232-3444 Analysis 


21. Association of State and Amual Conference* 

and Territorial Health 
Officials (ASTHO) 


Charleston, SC 


April 30 - 6728 Old McLean Village Drive Key Speaker: Dr. Sullivan 

May 2 McLean, VA 22101 or Dr. Mason; Agenda: 

(703) 556-9222 Future of Public Health 


* Program Available 
** Program Ordered 


siisfrsezoz 


Source: https://www.industrydocuments.ucsf.edu/docs/nzvlOOOO 























HAY 1990 


SPONSOR 

NAME 

PLACE 

DATE 

CONTACT 

COMMENTS 

1. The University of Tulsa 

Division of Continuing Education 
and The Center for Environmental 
Research and Technology 

Indoor Air Pollution: 

Update on the Sources, Effects 
Liabilities, Research and 

Control* 

Tulsa, OK 

May 3 - 4 

The University of Tulsa Speakers: 

Division of Continuing Education John D. Spengler 

600 South College Avenue Congressman Mike Synar 

Tulsa, OK 74014 

2. International Social Security 
Assoc. & The International 

Labour Office (Geneva) 

Twelfth World Congress on 
Occupational Safety and Health* 

Congress Centrum 
Hamburg, West Germany 

Hay 6 ■ 11 

12th World Congress 

Hamburg Messe ind Congress 
GmbH Postfach 30 24 80 

D-2000 Hamburg 36 

Federal Republic of Germany 

New laws and regulations 
Occupational safety and 
health as a management 
responsibility 

3. 

Second International Conference on 
Small Cell Lur* Cancer** 

Milano Harfttima 
Ravenna, Italy 

May 11 - 12 

Organizing ft Scientific Secretariat 

Ai^ustea, s.r.l. 

Via di Roma 

8648100 Ravenna 

Italy 

4. American Industrial Hygiene 
Association 

Annual Meeting* 

Orlando, FL 

May 13 - 18 

AIHC 

P. O. Box 901010 

Cleveland, OH 44190 

Courses of Interest: 

Removal of Particulate 

Air Contaminants 

Removal of Gases and 
Vapors 

5. 

Sy^xsiui on Particle Lug 
Interactions: ■overload 1 

Related Phenomena 

Rochester Plaza Hotel 
Rochester, NY 

May 17 - 18 


Lung Deposition of 
Cigarette Stake 

Aerosol Particles in 
Passive Smokers by 

A. Morgan 

6. ASHRAE 

Indoor Air Quality 

Professional Seminar* 

Hotel St. Regis 

Detroit, MI 

May 17 - 18 

ASHRAE 

1791 Tullie Circle 

Atlanta, GA 30329 
(404) 636-8400 

Fax: (404) 321-5478 

Targeted towards 
pollutants, health & 
comfort, ASHRAE Standard 
62-189 and building codes 


* Program Available 
** Program Ordered 




Source: https://www.industrydocuments.ucsf.edu/docs/nzvlOOOO 













WAY 1990 


SPONSOR 

NAME 

PLACE 

DATE 

CONTACT 

COMMENTS 

7. 

European Conference on 

Environmental Pollution 

Vienna 

Hay 17 - 18 



8. American Lung Association and 
International Union Against 
Tuberculosis & Lung Disease 

World Conference on Lung Health* 

Boston, MA 

May 20 - 24 

Richard P. Grimes, Director 
American Lung Association 

1740 Broadway 

Mew York, MY 10019*4374 
(212) 315-8700 

Sessions on Pediatric 

Lung Disease, environ¬ 
mental health, air 
pollution, tobacco 

8. Institute of Medical Research, 
Occupational Health 

7th International Synposiun 
on Trace Elements* 

Difcrovnik, 

Yugoslavia 

May 20 - 25 

Dr. B. Momcilovie 

Institute of Medical Research 

M. Pi jade 158 

41000 Zagreb 

Yugoslavia 


9. Society for Risk Analysis 

5th Annual Course on Carcinogen 

Risk Assessment* 

Hyatt Regency 

Bethesda, MD 

Hay 21 - 23 

Mary Oran, Conference Coord. 

Oak Ridge National Library 

P. O. Box 2008 

Building 4500S, MS-6109 

Oak Ridge, TN 37831 
(615) 574-8438 

Overview of carcinogen 
and non-carcinogen risk 

assessment methods and 

the use of scientific 

data in risk assessment 

10. American Association for Cancer 

Research 

Eighty-First Annual Meeting of the 
American Association for Cancer 

Research* 

Washington Convention 
Washington, DC 

May 23 - 26 

Am. Assoc, for Cancer Research 

330 Market Street, 2nd Floor 
Philadelphia, PA 19106 
(215) 440-9300 

Fax: (215) 440r9313 

S. Hecht, Chairperson of 
Carcinogenesis 

11- George Washington University 
Continuing Education Program 

The “Sick Building Syndrome"; 
Managing the Quality of indoor 

Air* 

George Washington Univ. 
Washington, DC 

May 23 - 25 

Chip Blouin 
(800) 424-9773 

Principles of managing 

IAQ, IAQ technology in 
reduction and monitoring 


* Program Available 4TZ8frSCZ0Z 
** Program Ordered 


Source: https://www.industrydocuments.ucsf.edu/docs/nzvlOOOO 




















JUNE 1990 


SPONSOR 

NAME 

PLACE 

DATE 

CONTACT 

COMMENTS 

Association of Energy 
Engineers 

HVAC & Controls Symposiim 
and Exposition** 

Boston, NA 

J4-8 

Registrar, AS 

P. O. Box 1026 

Lilbum, GA 30226 
(404) 925-9633 

Sessions on ventilation 
and indoor air quality 
M. Heckler on program 


2. HAZHAT World 


HazMat '90 - International 
Hazardous Materials Management 
Conference and Exhibition* 


Atlantic City 
Convention Center 
Atlantic City, NJ 


jLne 5-7 Tower Conference Management Co. Topics of Interest: 

800 Roosevelt Road Indoor Air Quality 

Building E408 EPA's role in IAQ 

Glen Ellyn, IL 60137-5335 - Robert Axelrad 


3. The Institution of 

International Conference on 

London, England 

Jme 5-6 

Professor J. Rose 

Environmental Sciences 

Industry and the Environment 



Conference Organizer 


- Improving the Quality of Life* 



S. Margate Road 





St. ANNES-on-SEA 





Lancs, FY8 3EG 


4. International Union of Pure 
and Applied Chemistry 


International Symposium on Trace 
Elements in Health and Disease* 


Hanassari Cultural Center Jine 5-8 
Espoo, Finland 


Ms. Virpt Castren 
Off. of Info, t Int. Affairs 
Topeliuksenkatu 41 a A 
Sf-00250 Helsinki, Finland 


Theme: Analytical, 
Metabolic and 
Toxicological Aspects of 
Trace Elements 


5. NY State Senate Comalttee on The Environment: Global Problems- Hofstra University 

Environmental Conservation and Local Solutions* Henpstead, NY 

NY State Assembly Comal ttee on 
Environmental Conservation 


Jtne 7-9 Athelene A. Collins 

Hofstra Cultural Center 
Hofstra University 
Hempstead, NY 11550 
(516) 560-5669/5670 


Air Quality and 
Chloro-Fluoro Carbons 


6. ASHRAE 


Annual Meeting** 


Adam's Mark Hotel Jine 9-13 ASHRAE 

St. Louis, MO Meetings Section 

1791 Tullie Circle, NE 
Atlanta, GA 30329 
(404) 636-8400 ext. 268 


* Program Available 

nV- 8T£8fcSC20Z 


Source: https://www.industrydocuments.ucsf.edu/docs/nzvl0000 












JUNE 1990 





SPONSOR 

NAME 

PLACE 

DATE 

CONTACT 

COMMENTS 


7. U.S. Environmental Protection 
Agency and the International 
Association for Clean Technology 

International Conference on 

Pollution Prevention: Clean 

Technologies and Clean Products 
* The Environmental Challenge 
of the 1990's 

Omi Shore Hotel 
Washington, DC 

Jime 10 - 13 

U.S, EPA 

Center for Environmental 

Research Information 
Cincinnati, OH 45268 



8. Swedish National Committee for 
Chemistry of the Royal Swedish 
Academy of Sciences and Coma, of 

EUCHEH Conferences 

NIC *90 

Chemical and Biological Aspects 
on Nicotine* 

Visby, Sweden 

June 10 • 14 

Dr. Gudrun Lennart son 

Swedish National Committee for 
Chemistry 

Uallingatan 26 B 

S-111 24 Stockholm, Sweden 
(46)-08-115280 

focus on: biosynthesis 
pharmacokinetics, 
toxicity and 
neuropharmacology of 
nicotine. Participant: 
Stephen Hecht 

— 


9. ConcU of Europe 


7th Parliamentary and 
Scientific Conference** 


Ottawa, Ontario 
Canada 


Jme 11 - 14 Media Relations 

7th Parliamentary and 
Scientific Conference 
Room 505 

180 Wellington Street 
House of re—orn 
Ottawa, Ontario 
riA OA6 Canada 


Theme: Coping with 
Global Environmental 
Change: The Role of 
Science and Democracy 


10. Foundation for Advanced Cancer 

The Molecular Basis of Hunan 

Hood College 

June 13 - 16 

Margaret L. Fanning, Coord. 

Focus on the identifi¬ 

Studies, Inc. 

Cancer* 

Frederick, MD 


P. 0. Box 249 

cation of specific 





Libertytown, MD 21762 

genetic lesions 





(301) 898-9266 

associated with human 





Fax: (301) 898-9173 

cancers. 


Engineering Aero- and 

Oslo, Norway 

June 13 - 15 

Room Vent 

Topics: Air Flow 

Thermodynamics of Ventilated Room 



c/o Norsk WS Teknisk Forening 

Patterns and Heat & Mass 

- 2nd International Conference* 



P. 0. Box 5042 

Transfer within Rooms 




Maj N-0301 





Oslo, Norway 



* Program Avaitable 
** Program Ordered 




Source: https://www.industrydocuments.ucsf.edu/docs/nzvlOOOO 












JUNE 1990 


SPONSOR 

NAME 

PLACE 

DATE 

CONTACT 

COMMENTS 

12. Society for Epidemiologic 
Research 

23rd Annual Meeting** 

Snowbird, UT 

June 13 - 15 

David A. Savitz, Ph.D. 

Secretary-Treasurer, Soc. for Epid. Res. 

Dept, of Epidemiology, CB #7400 

School of Public Health 

University of North Carolina 

Chapel Hill, NC 27599 

13. The Toxicology Forum, Inc. 

1990 European Meeting* 

Budapest Hilton Hotel 
Budapest, Hugary 

June 18 r 22 

European Office 

St. Mary's Hospital 

Praed Street 

London, England 

44-1-725-6504 

Environmental Tobacco 
Smoke: Toxicological 
Evaluation 

Epidemiology at Low Level 
Exposure-M. Lmze, Vienna 

14. University of Minnesota 

Course: Health Risk 

Assessment and Risk 
Management** 

Earle Brown Continuing 
Education Center 
Minneapolis, MN 

June 18 - 22 

Jeffrey P. Stevens, Ph.D, 

School of Public Health 
University of Minnesota 
Minneapolis, MN 55455 

Use of toxicology and 
epidemiology in risk 
assessment and issues in 

risk comnmication 

15. National Environmental Health 

Association 

Annual Conference* 

Charlotte, NC 

June 23 > 28 

720 S. Colorado Boulevard 

Suite 970 

South Tower 

Denver, CO 80222 
(303) 756-9090 

Measurement and 
interpretation in indoor 
air, Indoor air pollutant 
sources & control, !AQ 
investigation techniques 

16. A&WMA 

83rd Annual Meeting and 

Exhibition* 

David Lawrence 

Convention Center 

Pittsburg, PA 

June 24 - 29 

Dan Deme 

A&UMA 

P. 0. Box 2861 

Pittsburgh, PA 15230 
(412) 232-3444 

IAO strategies & 
practices; Impact of 
outdoor sources on IAQ; 
Redicing uncertainty’in 
risk assessment: 

emerging methods 


* Program Available 
** Program Ordered 


Source: https://www.industrydocuments.ucsf.edu/docs/nzvlOOOO 
























